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SUBJECT: Record Depth of Sek 4 Pegs Well 
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DATE OF INFORMATION: 28 Apr 53 
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Australasian Petroleum Company's Onati test well in West Papua 

is now drilling below 12,770'. This exceeds the previous record 
of 12 ,621! at Karlave No 1 well in Central Papua which was drilled 
by the same company. 
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